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UCINITE SWITCHES 





FOREWORD 


The Switches shown in this catalog represent a cross section of our custom and 
standard assemblies and are intended primarily to illustrate Ucinite 
capabilities in the area of secondary switching. Detailed bulletins giving 
mechanical and electrical specifications, dimensions, and 
application information are available on request. Because of our experience 
in custom designing and complete facilities for volume production, 
we invite inquiries regarding development of special switches or 
modifications of standard items to meet your requirements. Prices, packing, and 
delivery information may be obtained directly from The Ucinite Company, 
Newtonvi/le, Massachusetts, or any District Sales Office. See listing on the back cover. 
Many of the parts shown are covered by patents issued or pending. All switches 
shown are listed by C.S.A. Testing Laboratories as approved and are Underwriters' 
Laboratories Inc. listed. 
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SINGLE POLE-SINGLE THROW (N.C.) 

Shown below is a representative series of N.C. momentary 
contact switches designed by Ucinite to meet industries 
changing requirements for space, styling, and increased 
loads. Available in chrome or color to compliment panel 

finishes. 
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SINGLE POLE-SINGLE THROW (N.O.) 

The same styling and design features are available with 
a normally open contact arrangement as those shown 
under the heading of single pole-single throw (N.C.). 
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180188 


SINGLE POLE-DOUBLE THROW 

Designed for use where a common terminal can simplify 
wiring for the function of a light bulb and fan motor or ice 
maker. It eliminates the need for two single pole-single throw 
switches. Catalog numbers 180921 and 186001 are snap 
switches designed for increased loads. 



NEWTONVILLE, MASSACHUSETTS 02160 




TWO CIRCUIT SWITCH 
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185338 


This new, compact switch containing 
two independent circuits has been 
designed for applications where one 
S.P.D.T. switch cannot handle the 
wiring requirements of two circuits 
or where the use of two S.P.S.T. 
switches would not be aesthetically 
pleasing. It features simplified front 
mounting snap-in design. 
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VACUUM SWITCH 
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Ucinite switches can be supplied for any 
specified fixed setting from a minimum 
of 5 ± 2 inches of water to a maximum 
of 60 ± 4 inches of water to close the 
circuit. Designed for use on such products 
as vacuum cleaners, air conditioners, and 
air filtering systems to signal filter change. 
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" SPECIALISTS in ELECTRO-MECHANICAL ASSEMBLIES " 


MISCELLANEOUS INDICATOR LIGHTS 
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Ucinite produces the largest line of neon indicators 
available to the industry and offers lenses of all de- 
scription and color to compliment the styling of any 
appliance. Request Ucinite catalog no. 8010 for com- 
plete information. 
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UCINITE S PRECISION, VERSATILITY, EXPERIENCE... 

These are the intangible assets you receive when you take advantage of our 
broad capabilities in the design and production of standard and specialized 
electro-mechanical products. Ucinite service starts with a coast-to-coast 
network of field sales offices, competently staffed and ready to provide product 
samples or application engineering service on short notice. Your phone call 
brings results from Ucinite. 





DISTRICT SALES OFFICES 


ATLANTA, GEORGIA 30309 

1776 Peachtree Street N. W 404 875-9436 

CHICAGO, ILLINOIS 60641 

4258 North Cicero Avenue 312 777-1700 

CLEVELAND, OHIO 44115 

2829 Euclid Avenue 216 861-7557 

DALLAS, TEXAS 75247 

1066 West Mockingbird Lane 214 ME 1-0410 

DETROIT, MICHIGAN 48211 

2832 East Grand Boulevard 313 973-9500 

GREENSBORO, NORTH CAROLINA 27530 

Box 6054 919 273,9393 

LOS ANGELES, CALIFORNIA 90017 

1709 West 8th Street 213 HU 3-6810 

LOUISVILLE, KENTUCKY 40207 

190 Colony Way 502 895-1064 

NEW YORK, NEW YORK 10016 

605 Third Avenue 212 661-2121 

ST. LOUIS, MISSOURI 63105 

8000 Bonhomme 314 PA 7-7370 

SYRACUSE, NEW YORK 13211 

Pickard Building, East Molloy Road 315 454-9268 

WELLESLEY HILLS, MASSACHUSETTS 02181 

6 Laurel Avenue 617 CE 5-7410 


LOCATION OF AFFILIATE COMPANIES 

CAMBRIDGE, MASSACHUSETTS • CHICAGO, ILLINOIS • MOUNTAINSIDE, NEW JERSEY 
SAN LEANDRO, CALIFORNIA • CITY OF INDUSTRY, CALIFORNIA 

CANADA • ENGLAND • AUSTRALIA 



DIVISION OF UNITED-CARR 


NEWTONVILLE, MASSACHUSETTS 02160 


PRINTED IN U.S.A. 
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THE UCINITE COMPANY 


Thank you for your inquiry and interest in our 
products. The information you requested is contained 
in the attached catalog. 

We design and manufacture a wide variety of 
application-engineered standard products for the elec- 
trical industry. Major product categories are listed 
on the attached postpaid reply card. 

You can receive all our latest technical information, 
as it appears, simply by mailing the postcard today. 

Sincerely yours. 

The Ucinite Company 

i^lcJiaj)dL %, II) 

Division of Unitecl-Carr Incorporated 

by R. J. Wansker 

Area Code 617, 527-8400 


P.S. The address and phone number 
of our representative nearest you 
are shown on the back of this card. 


FIRST C 

Permit No. 
Boston, / 



BUSINESS REPLY MAIL 

No postage stamp necessary if mailed in the United States 

Postage will be Paid by 

The UCINITE Company 

DIVISION OF UNITED-CARR INCORPORATED 

459 WATERTOWN STREET 
NEWTON VILLE, MASSACHUSETTS, 02160 






IF YOU NEED 

• additional information 

• samples 

• prices 

please call the UCINITE sales representative 

nearest you. This card 
gives his address and telephone number. 


Atlanta, Georgia, 30309 

1 776 Peachtree Street N.E 875-9436 

* Chicago, Illinois, 60641 

4258 No. Cicero Avenue 777-1700 

Cleveland, Ohio, 44115 

2829 Euclid Avenue TOwer 1-7557 

Dallas, Texas, 75207 

1066 West Mockingbird Lane Melrose 1-0410 

Detroit, Michigan, 48211 

2832 East Grand Blvd TRinity 3-9500 

Greensboro, North Carolina 

P. O. Box 6054 273-9393 

Los Angeles, California, 90017 

1709 West Eighth Street Hubbard 3-6810 

Louisville, Kentucky, 40207 

190 Colony Way TWinbrook 5-1064 

New York, New York, 10016 

605 Third Avenue 661-2121 

Philadelphia, Pennsylvania, 19140 

3701 North Broad Street TU 7-7520 

St. Louis, Missouri, 63105 

8000 Bonhomme, Room 307 PArkview 7-7370 

San Francisco, California (Bay Area), 94070 

727 Industrial Road, San Carlos 591-7173 

Syracuse, New York, 13211 

Pickard Bldg., E. Malloy Street 454-9268 

Wellesley Hills, Massachusetts, 02181 

6 Laurel Avenue CEdar 5-7410 


LOCATION OF AFFILIATE COMPANIES 


Cambridge, Massachusetts 
Mountainside, New Jersey 
City of Industry, California 

Canada England 


Chicago, Illinois 
San Leandro, California 
Hudson, Massachusetts 
Australia 


□ Please send me supplements to Catalog 8010 as they become available. 

□ Please have your representative call on us to discuss indicator-lights for 

use in 


□ Please send us data on switches for use in 


□ Please send us data on area lights and sockets. 

□ Please send us data on special miniature incandescent lamp holder 
assembly. 

Name Title 

Company 

Address 


Please add this name also: 
Name 


Title 


